DAMAGE ASSESSMENT FORM 


Building Name '^<sdlot/yj QeTUicOcA f s4~ £J/W rci^Y 

Address l A&fe? _ 

City (or Vicinity) and County [ct y~cj 


Owner I OwJ (3 f\ fV^- C^AJVg^t-N , 

HlM 


Date of Construction 
Pr imar y Use 


Folio No. 


[] Residential (1-2 units) [] Residential 3 + units) [1] Office Building [] School 
[] Commercial [] Mixed ^Church [] Lodge 
[] Industrial/Warehouse [] Hotel/Motel [] Bank [] Other 


Description 

M Freestanding 
'"] Basement 
’] Electrical System 

Construction Type 


[] Masonry Bearing Wall 
[] Veneer/Concrete Frame 

Surface Covering 

[] Stucco 
[] Other . 


[] Row 
[] Attic 


No. of Stories 
No. Chimney(s) 


[] Veneer/Steel Frame 
[] Concrete Unit 


"53 Wood Frame 
[] Other 


[] Concrete 


Wood Siding (lap/other) 
] Roof 


□ Stone 


Foundation 

flbitCH'' on 

[] Concrete Slab [] Block [] Limestone Rubble "EG Otfrer^®^**' [] Unknown 

■’ CHwjwtt- u**y. 

flCie. F(xuWt>. 


Geological Natural of Site 
£0. Bedrock [] Soil/Sand 
Historical Designation 


[] Fill [] Other 


[] National Register 

[] Local 

[] Local District 

[] si 

[] Dade County Historic Survey (Rating) | afipH- 1 ) 

□ None 

Failing Hazards 


“Z. Contact 



Hazards 

No Apparent Hazard " 

Unknown 

Chimney(s) 

[] 

p<j 

[] 

Floors 

[] - 

I 

[] 

Roof Structure 

[] 

[] 

Equipment 

[] 

M 

□ 

Trees 

[] 

M 

[] 


[] Unknown 


[] Unknown 


Comments 


tlA. 




^k0fip 
dAzAfcpau* fi^g eis. 

6TAKPIH6- TP-egfa ft. 
























U l c/ t *- w 

Failing Hazards (Con 1 t) 



Hazards 

No Apparent 

Parapet/Cornice 

[] 

FI 

Ornamentation 

[j 

[] 

Other 

□ 

□ 


Fire Hazards 

[/f Electrical [y>rrl^ irV^paA^ [^Debris 

Damage Observations 


Rating Scale 
None (0?) <5 
Slight (1-10 $)a 
Moderate (11-40$) '2 ^^ 



□ 


[] Gas _ 

Severe (41-60$) 
Total (over 60$) 6 1 
Not Observed: NO 
Not Applicable: NA 


$ Comments 


Exterior Walls 


1 00 

Frame (General Condition) 


ICO 

Frame Members 


\oO 

Frame Connections 


IQ Q 

Roof Framing 



Roof Covering 



Foundation 



Chimney(s) 


BA 

Doors 


Ito 

Windows and Shutters 


!0O 

Porch 


\tO 

Downspouts and Gutters 


ha 

Interior Bearing/Shear Walls 


IcSL 

Partitions (Nonbearing) 


IOO 

Floor(s) 



Stair(s) 



Glass 


Id o 

Mechanical Equipment 


po_ 

Electrical Equipment . 


|0 O 

Garden and Trees 


go 

Fences and Garden Walls 


\ Ik 

Walkways and Sidewalks 

Other: 


lo> 

Total Damage - 

_ - 

IfUL 


<5'Vg0^5* /VHij rw,fr (cyi 


k>> ua bl Tg, 






* 3 ^ 11 fe>u 








































Overall Structural Assessment 


[] No Damage or Easily Repairable 
[] Damage Repairable 

mi Damage Will Require Massive Repair/Reconstruction 


[] DSmaj 
[yfDamaj 


Recommendations for Further Inspection 

- kJB& %o )N$F£cf HU88UB. -CM &. fNrTz^iar^ 

_ 

Recommendations for Immediate\Actions fe>'t&K uji-fff 'XmlV To FtoltCT 

WQgp —T><KPg ^ flMg, ^PoE^ f g Kfi>'AttlKl6£y _ 

^bT&^LQJ± CP WgPKhoP ftOoR<^<WK77%K5 

Pm, ctrlPiLQ&iNQ,& pieces HoZi?fNTAi 

Recanmendations for Future Repair Work .ffiptfl IftoUt \»11H CASHED 

/rLMMlNIUf/] $Uflffoc£ f(L^5 'fc ft£ ^f/t^PgP IK/ 'TftHS flfeSflkl. _ 

&0hC&£'T& <? N£5t> R&J*AiIk „ 


T 


Recommendations for Immediate Stabilization R£ho(//YU fj£Us£ 


Salvageable Materials 
[tf'Wood siding (lap, other) 
[i^Fixtures/hardware 


ob4£- fleOP PfEC&t. (pMQflj'CL rLr 



Z , AumAINiU *A {focT/M? - 7 /Z/^ ; < , //b* / 2 .dA/ 7 > ?< “ 

DJ&gT/eiCgbMtt .-■ 






























Landscape Assessment 


Site Sketch: 

(Significant landscape features, large old trees, (standing/down) walls, 
groves (type)). 






Comments; 


Mfl-oV dciAjrj 

-YOU*! t*W e:\Wr or 

- ftoJ 6k\ 4^- Si4^ 


Inspector(s) , Agency/Tteam ^ 

Photographs or Video (Roll and Numbers) -*—^-- 


ML 


^w/ 240 5 f-. 



































